SITE PLAN 


COMMERCIAL 

9.14 x 12.19m (30x40 ft) 
9,14mx 15.24m (30x 50 ft) 
10,68m x 12.19m (35 x 40 ft) 
10,68m x 15,24m (35 x 50 ft) 
12.19m x 18.29m ( 40x 60 ft) 
Odd Sites 


Not For Sale 


Grand Lavasa 
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